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Ik Apr 11 59 


MBMOItASEOM TOR* Chief, Administrative branch, WB 
SUBJECT t teter Cooler®, EFB Area 


1. A e ur rg y of possibilities to provide drinking wester facilities 
as saggested in your aanorandm dated 8 April 1959 tea teas completed. 
It is sot feasible to install a water fountain is say location on the 
fifth floor other than one Just inside the terrier on tte north oast 
corner. ©» otter location, Isolde the terrier on the south west side 
of. the building (administrative area), necessitates major modifications 
to the building sfeieh tte owner will not condone. 

a. Secnrity does not concur is bottled water due to procedures 
ixnrolved in proeite ^ vUMi tte sicuiti aw, 

3. A refuest to install the one enter fountain is the north east 
side of the fifth floor was initiated on 9 April 1959* This will as* 
fate the necessity to pees tm guard posts. 
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